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O. Worked in stock room at $8.00 per week. 
1914—Was made Manager of Muncie, Ind., store, January 28 
1915—M 
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ctnse daxtraved by Sire December 1. Placed_in 
store No. 74, Ann , Mich. 


1916-1918—Reopened Muncie store after its having been closed 
four months. - 


1919-1920—Married Miss Grace Peck of Muncie. Made Manager 
of store No, 130, Fort Wayne, Ind. 





